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One of the American captives still held in Beirut, Lebanon, reportedly has 
sent word that all seven are being held in the Moslem suburbs of West Beirut. 
The Hearst Newspapers say that U.S. diplomat William Buckley has also 
communicated that he is in poor health but alive. 
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